Cc:  Nattis,  Randy[Nattis. Randy@epa.gov] 

To:  Wise,  Robert[Wise. Robert@epa.gov] 

From:  OSC  Nattis 

Sent:  Mon  8/1 0/2015  2:38:00  PM 

Subject:  Re:  Gold  King  Mine  ER  Region  9 CPW  draft 

Robert.  It's  not  enough.  We  are  taking  at  least  20  samples  a day  (10  locations,  water  / sediment), 
plus  I have  a call  out  to  US  FWS  and  expect  that  we  may  augment  some  of  their  sampling 
(sensitive  habitat)  needs.  Additional,  I need  a reach  back  GIS  / map  making  support  for  public 
meetings  and  documentation.  They  should  plan  on  5 hours  a day  of  support.  I'm  also  considering 
having  a START  team  up  with  the  CIC  group  for  documentation  and  technical  support. 

Thx. 

On  Aug  10,  2015,  at  7:17  AM,  Wise,  Robert  <Wise.Robert@,epa.gov>  wrote: 


Look  at  the  number  of  samples  and  see  if  it  is  enough. 


From:  Castellana,  Ben  [mailto:Ben.Castellana@WestonSolutions.com] 

Sent:  Sunday,  August  09,  2015  10:07  PM 
To:  Wise,  Robert 

Cc:  DeFao,  Joseph;  DeHoyos,  Melissa;  Mehl,  Richard  H.;  Colomb,  Jonathan 
Subject:  Gold  King  Mine  ER  Region  9 CPW  draft 


Hi  Rob, 

Here  is  the  Cost  Projection  Worksheet  you  requested.  Based  on  our  discussions,  the  Scope 
of  Work  is: 
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Please  contact  me  at  your  earliest  convenience  to  discuss  any  changes  to  the  Scope  and/or 
timeframe  you  need  to  finalize  this  TDD. 


Thank  you, 


Ben  Castellana  Ph.D. 
Project  Manager 
Weston  Solutions,  Inc. 
(818)  371-5388 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or 
proprietary  information  without  the  written  permission  of  Weston  Solutions,  Inc.  is 
strictly  prohibited.  If  you  received  this  email  in  error,  please  notify  the  sender  by 
return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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